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mmMBM JOB: 

sua $ect 5 

RfflEKSfCE i 


Deputy Director for Support 
Position for Fligit Surgeon 


Your memorandum, dfed 30 Aug 68, Subject: Inspector 
go, sral's Survey of the Office of .Medical Services 


X. *his aeaa o xBXtSm is mflaaitted as a natte r of record concerning 
0 J 4 B action on Reccanaendaticm 1 of the referent BJanorandum. 


a As you kno w , 1 1— — 

HiAt Surgeon for the Agency althou^i there i® no such position for 
Mrf-l he is actually carried In our Development Complement. W J ' 
as sou are.al&O aware, described our need for additional *mds to pay 
bin IT 1969 salary whether or not a position is made available for him. 

3. As you suggest in referent memorandum, vs are prepared to 

draft a suitable Headquarters Botlce announcing 1 *®. 

Aosocy FliAt Surgeon as soon as an appropriate slot ia sade available, 
lucent developments further substantiate the Inspector General s 
reeoES&sndation as to the value of a permanent capability. 


|is performing the duties of 


Orr. > T KTi 

jor~T It Tictjsn M.D. 

JOHN r. nmsm, M. D. 
Director of Medical Services 
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